Name: Lisa Clinton 


Address: 50 Maple Street, Rm, 130 
Springfield, MA 01107 


List of people authorized to receive positive results by phone or 
authorized to call lab for results. 

Lisa Clinton _ 

Solmarie Curet 
Jane Bixby 
Maileen Llavona 


Telephone number to be used to call positive results to 
413-794-8725 (Brightwood); 413-794-8723 (Mason Square) 


Telephone number of voicemail or answering machine to leave 
message on to give lab a call for the positive results 
413-794-8725 (Brightwood); 413-794-8723 (Mason Square) 


Fax Number 

413-794-1428 (Mason Square); 413-794-6655 (Lisa @ Maple St.) 
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